Negligence

The parties  agreed  that Citations No.   912395  and 912396 were the
result of no negligence on the part of the respondent.     They also agreed
that  Citations  918322 and 918324  through 918328 resulted  from a low
degree of negligence on the part of the respondent,   and that the remaining
citations  resulted from ordinary negligence.     I conclude  and find that
except for the citations indicating no negligence,   the remaining violations
demonstrated a lack of reasonable care and  therefore  constitute ordinary
negligence.

Good  faith compliance

The parties  stipulated  that   the respondent demonstrated extraordinary
good  faith compliance by immediately correcting the conditions cited in
Citations  918008 and 918328.     As   for  the remaining  citations,   they agreed
that  the respondent promptly corrected the conditions  and  achieved
abatement within the  time frames  specified by the inspectors.

History of prior violations

For the purposes of  this docket,   the parties stipulated that the
respondent  has  a history of 14 prior violations of  section 75.400;
two for section 75.1104;   three for section  75.1101-3;   four for section 75.1725;
five for section  75.701;   13 for section 75.316;   six  for section 77.505;
three for section  75,1200;   five for section  75.504;   six for section 75.212;
three  for section  77.502;   and no prior  citations of  sections  75.1725(2),
75.1400-4,   77.20500,   77.509(c),   and  77.208(e).
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Fact of Violations

This  docket  concerns   20  citations  issued to  the  respondent on
February 17 and 24,   1981.     Two  citations  concern an inoperative methane
monitor on a continuous  mining machine;  four are permissibility violations
concerning loose bolts  in a roof bolter panel,   a loose light,  and improper
openings  in a panel box;   three are for accumulations of combustible
materials on a bolter and in  the roadway;   three concern improper bushings
on a cable  and broken  conduit;  two are for improper identification for a
belt head and  a miner power connector;   one was  issued for a disconnected
fire suppression system on a scoop;  one for an Inoperative deenergizing
device on a  scoop;  and two were issued because of a missing wheel cover
and a bolt  on a scoop.     The parties stipulated  to  the fact of violations,
and all of  the citations are AFFIRMED.

Gravity

The parties stipulated that two of the citations (917629, 917636),
were serious, Eight of the remaining citations were nonserlous, with a
low degree of gravity in that it was improbable that any injuries would
result, and the remaining citations were of a minimal degree of gravity.
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